From: Online Training <info@ehetraining.com> 

Sent: Monday, August 20, 2012 2:04 AM 

To: Corbett, Kate (DPH) 

Subject: You are due to complete your online health and safety training for UMass Medical 

School 


**This is an automatic response - do not reply to this email.** 

You are due to complete your online health and safety training for UMass Medical School. If you need a new 
key to access the site, follow the instructions below. If you have any questions, please contact your supervisor 
or the UMass Medical School health & safety department. 

You will need a key to log on to the training site. To obtain a key: 

• URL: https://umassmed.ehetraining.com 

• Click If you don't have a test key please click here to get one. 

• Click Existing User 

• Enter your email address and press Reset my Training Key. You will be emailed a new training key 
and instructions. 

**Questions** 

If you have questions about the training program, contact your supervisor or the UMass Medical School health 
and safety department at Debra.Burdett@umassmed.edu . 

The UMass Medical School online H&S training is administered by Environmental Health & Engineering, Inc. 
(www.eheinc.com l. 
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